From: 

Nawn, Kathleen (DPH) 

Sent: 

Thursday, June 22, 2006 2:58 PM 

To: 

Borne, Paul (DPH) 

Cc: 

Han, Linda (DPH); Kazianis, Arthur (DPH); Lawler, Michael (DPH) 

Subject: 

RE: Strange Smell in Room 708 


Paul et al- This not my area of responsibility. 

You need to speak to UMASS officials: Safety- Howard Lefkin, and 
Facilities Dept-John Nickerson (x6545) is Chuck’s Boss.kathy 


Kathleen L. Nawn, MHS, MT(ASCP) 

Laboratory Supervisor III 

State Labratory Institute, Room 201 

Mass. Dept, of Public Health 

305 South Street, Jamaica Plain, MA 02130 

office: (617)983-6345 fax: (617) 983-6210 


From: Borne, Paul (DPH) 

Sent: Thursday, June 22, 2006 10:58 AM 
To: Nawn, Kathleen (DPH) 

Cc: Han, Linda (DPH); Kazianis, Arthur (DPH); Lawler, Michael (DPH) 

Subject: Strange Smell in Room 708 

Hi Kathleen, 

A strange odor was observed in the HIV Laboratory Room 708. Ext. 5911 was called. I was told that nobody 
was down there and I needed to call Chuck Miller. I was asked if the smell was poisonous. I left a message for 
Chuck Miller at 10:30 AM. It’s our understanding that it is the responsibility of the in-house Help Line to react 
to these calls. It seems the front desk “security” is to busy writing tickets in the parking lot to respond to this 
situation. At 10:50 AM the front desk called telling us they were paging Lana but were unable to locate her. 

Perhaps you can help us with this situation. 

Thank you, 

Paul A. Borne 
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